Old  First  Church  of  Bennington 

VERMONT'S    COLONIAL  SHRINE 


Restored  Old  First  Church  of  Bennington, 
named  by  the  Vermont  Legislature  Vermont's 
Colonial  Shrine,  the  most  beautiful  Georgian 
church  in  New  England.  Every  feature  of  the 
restoration  is  a  memorial  to  a  Vermonter  or 
lover  of  Vermont.  121  names  appear  on  pulpit, 
pcw-plates  and  tablets. 
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